Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 3/6/2012 3:15:02 PM 

To: 'Mary Wiseman' [marym@oit.umass.edu] 

Subject: Phone Upgrade? 

Hi Mary, 

Are the old beige 601 phones being upgrade to the newer phones? We have 2 #545-2607 and # 545-5991 that are 
old and not functioning very well that should be upgraded. 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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